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Message Text 


PAGE 01 STATE 139774 

11 

ORIGIN EB-07 

INFO OCT-01 EUR- 1 2 ISO-OO CCO-OO CIAE-00 OTPE-OO FCC-02 

INR-07 NSAE-00 OC-05 USIA-15 COME-OO BIB-01 /050 R 

DRAFTED BY EB/TD: ALFREEMAN : DB 
APPROVED BY EB/TD :GLHUFFCUTT 
FCC - MR. CROWELL 
EUR/WE - MR. MARSH INFO. 

041138 

R 140100Z JUN 75 
FM SECSTATE WASHDC 
TO AMEMBASSY PARIS 

UNCLAS STATE 139774 

E.O. 11652:N/A 
TAGS: OCON, FR 

SUBJECT: NORTH ATLANTIC FACILITIES PLANNING CONFERENCE 

REFS: A. STATE 137488 B. PARIS 15267 

1. FOLLOWING ARE U.S. COMMUNICATIONS INDUSTRY 
REPRESENTATIVES PARTICIPATING SUBJECT MEETING. LIST 
FURNISHED PER EMBASSY REQUEST, REFTEL B PARA 3. 

IRVING GOLDSTEIN. COMMUNICATIONS SATELLITE CORPORATION 
LAWRENCE DEVORE, COMMUNICATIONS SATELLITE CORPORATION 
GEORGE TELLMANN, COMMUNICATIONS SATELLITE CORPORATION 
AL GOBEL, AMERICAN TELEPHONE & TELEGRAPH CO. 

THOMAS SCANDLYN, AMERICAN TELEPHONE & TELEGRAPH CO. 

J.A. MCENTEE, JR., AMERICAN TELEPHONE & TELEGRAPH CO. 

DAVID LUBETZKY, TRT TELECOMMUNICATIONS CORPORATION 

ROBERT STERNBERG, TRT TELECOMMUNICATION CORPORATION 

HOWARD WHITE, ITT WORLD COMMUNICATIONS 

WILLIAM TAYLOR, ITT WORLD COMMUNICATIONS 

ROBERT CONN, WESTERN UNION INTERNATIONAL 

A.D. VAN EYCK, WESTERN UNION INTERNATIONAL 

UNCLASSIFIED 

PAGE 02 STATE 139774 

SEYMOUR SCHARFF, RCA GLOBAL COMMUNICATIONS 
LEONARD TUFT. RCA GLOBAL COMMUNICATIONS 
HAROLD GOULD, FRENCH CABLE 

2. EMBASSY ASSISTANCE IN PROVIDING SPACE IS APPRECIATED. 
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KISSINGER 

UNCLASSIFIED 

« END OF DOCUMENT » 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 26 AUG 1999 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 14 JUN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE1 39774 

Document Source: ADS 

Document Unique ID: 00 

Drafter: EB/TD:ALFREEMAN:DB 

Enclosure: n/a 

Executive Order: N/A 

Errors: n/a 

Film Number: D750208-0104 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t197506101/baaaamqu.tel 

Line Count: 58 

Locator: TEXT ON-LINE, TEXT ON MICROFILM 
Office: ORIGIN EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 

Review Date: 16 SEP 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <16 Sep 2003 by MorefiRFH>; APPROVED <14 JAN 2004 by greeneet> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> wfs 971024 

Subject: n/a 

TAGS: OCON, FR 

To: PARIS 

Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 
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